CONSERVATION  OF   ENERGY

FIGURE 30. Conservation of energy. The energy supplied by this
hydro-electric station on the Little Tennessee River System is not cre-
ated, but transformed. Sunlight supplied the energy that vaporized
the water and carried it to the heights. (Courtesy Aluminum Com-
pany of America,)